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          PLAN No. 271. FRUIT PRESERVED AND MARKETED BY A WOMAN

        


        	

          PLAN No. 272. A WOMAN LANDSCAPE ARTIST ASSISTED AN ARCHITECT

        


        	

          PLAN No. 273. A WOMAN MADE HUCKLEBERRY PIE

        


        	

          PLAN No. 274. LITTLE GIRLS’ COOKING SCHOOL

        


        	

          PLAN No. 275. GIRLS’ SEWING SCHOOL

        


        	

          PLAN No. 276. A HOME STORE

        


        	

          PLAN No. 277. COLLECTING AND SELLING NAMES

        


        	

          PLAN No. 278. A MAILING BUREAU

        


        	

          PLAN No. 279. CARDBOARD KITCHEN LIST

        


        	

          PLAN No. 280. THE CITY HOME GARDEN

          

            	

              Type and Location of the City Garden

            


            	

              Preparation of the Soil

              

                	

                  Use of Ashes on Garden Soils

                


                	

                  Liming Garden Soils

                


                	

                  Use of Manure on Garden Land

                


                	

                  Commercial Fertilizers

                


              


            


            	

              Tools

            


            	

              Seeds

            


            	

              Starting Early Plants

            


            	

              Planting Zones

            


            	

              General Care of the Garden

              

                	

                  Holding Moisture

                


                	

                  Watering

                


                	

                  Diseases and Insects

                


              


            


            	

              Crops for the City Home Garden

              

                	

                  Beans

                


                	

                  Root Crops

                


                	

                  Tomatoes

                


                	

                  Sweet Peppers

                


                	

                  Eggplant

                


                	

                  Okra, or Gumbo

                


                	

                  Onions

                


                	

                  Cabbage Group

                


                	

                  Salad Plants

                


                	

                  Vegetables That Require Considerable Space in the Garden

                


              


            


          


        


        	

          PLAN No. 281. MAKING CLOTHING FIREPROOF

        


        	

          PLAN No. 282. MAKING PULLETS PAY

        


        	

          PLAN No. 283. PUMPKINS IN POWDER FORM

        


        	

          PLAN No. 284. MONEY IN HORSE-RADISH

        


        	

          PLAN No. 285. PROFITABLE PLAIN SEWING

        


        	

          PLAN No. 286. PICKLING DANDELIONS

        


        	

          PLAN No. 287. PLANTING ENDIVE FOR PICKLING

        


        	

          PLAN No. 288. EARLY CUCUMBERS

        


        	

          PLAN No. 289. RAISING SWEET PEAS

        


        	

          PLAN No. 290. A NOTION STORE AT HOME

        


        	

          PLAN No. 291. MAKING COTTAGE CHEESE

        


        	

          PLAN No. 292. DEVELOPING AND PRINTING PHOTOGRAPHS

        


        	

          PLAN No. 293. “CITRONETTE” CUCUMBERS

        


        	

          PLAN No. 294. CANNING VEGETABLES, ETC.

        


        	

          PLAN No. 295. SMALL-TOWN CATERING

        


        	

          PLAN No. 296. PERFUME FOR A SICK ROOM

        


        	

          PLAN No. 297. RAISING CAPONS

        


        	

          PLAN No. 298. A LOSING GROCERY BUSINESS MADE A SUCCESS

        


        	

          PLAN No. 299. BRINGING WOMEN TO A STORE

        


        	

          PLAN No. 300. A TRAVELING GROCERY

        


        	

          PLAN No. 301. SALES MANAGER BECOMES REALTY OWNER

        


        	

          PLAN No. 302. HOT SOUPS FOR BUSINESS GIRLS

        


        	

          PLAN No. 303. BREAD AND CAKE BAKING SOLD TO WOMAN EXCHANGE

        


        	

          PLAN No. 304. MAKING USE OF SURPLUS APPLES

        


        	

          PLAN No. 305. SELLING EGGS AT A HIGH PRICE

        


        	

          PLAN No. 306. FREE RECIPE BOOKS TO FARMERS

        


        	

          PLAN No. 307. TRUST PLAN WORKED LOCALLY

        


        	

          PLAN No. 308. ICE WOOL SHAWLS BY PARCEL POST

        


        	

          PLAN No. 309. CIGARS FOR FARMERS

        


        	

          PLAN No. 310. A NEW TRUST PLAN

        


        	

          PLAN No. 311. A GOOD COUPON IDEA

        


        	

          PLAN No. 312. SELL GOODS ON INSTALLMENTS BY PARCEL POST

        


        	

          PLAN No. 313. MEDICAL VEGETABLE GARDEN

        


        	

          PLAN No. 314. IMPROVING A MARKET

        


        	

          PLAN No. 315. BOOSTED HUBBY’S BAKERY

        


        	

          PLAN No. 316. MAKING STOCKING PATTERNS

        


        	

          PLAN No. 317. A RHUBARB BED THAT PAID

        


        	

          PLAN No. 318. PUREBRED POULTRY

        


        	

          PLAN No. 319. SORTING AND SELLING

        


        	

          PLAN No. 320. ARCHITECT—SEE PLAN No. 217 PLAN No. 321. DUSTLESS DUSTERS AND OIL MOPS

        


        	

          PLAN No. 322. WHAT A BUSY COUNTRY GIRL DID

        


        	

          PLAN No. 323. A WIFE WHO BOUGHT A STORE

        


        	

          PLAN No. 324. CLEANED AND REPAIRED CISTERNS

        


        	

          PLAN No. 325. GREASE-ERADICATING TABLETS

        


        	

          PLAN No. 326. A SOCIAL REGISTER

        


        	

          PLAN No. 327. CHARACTER READING FROM PHOTOGRAPHS

        


        	

          PLAN No. 328. SELLING ICE CREAM, BANANAS, ETC., IN THE COUNTRY

        


        	

          Home-made Candy Making That Paid

          

            	

              PLAN No. 329. MOLASSES CANDY

            


            	

              PLAN No. 330. PEPPERMINT CREAMS

            


            	

              PLAN No. 331. CHOCOLATE CARAMELS

            


            	

              PLAN No. 332. A FINE NUT CANDY

            


            	

              PLAN No. 333. FIG PASTE

            


            	

              PLAN No. 334. SUPERB CHEWING GUM

            


            	

              PLAN No. 335. SPRUCE CHEWING GUM

            


          


        


        	

          PLAN No. 336. CLERKS FOR U. S. GOVERNMENT. SEE PLAN No. 217 PLAN No. 337. DISTRIBUTING CIRCULARS

        


        	

          PLAN No. 338. GENERAL HOUSE-REPAIRING

        


        	

          PLAN No. 339. BUYING OLD BARRELS

        


        	

          PLAN No. 340. SELLING POPPED WILD RICE

        


        	

          PLAN No. 341. RENEWING TYPEWRITER RIBBONS

        


        	

          PLAN No. 342. RAN A PADDLE-WHEEL

        


        	

          PLAN No. 343. MONEY IN POTATO CHIPS

        


        	

          PLAN No. 344. BLIND MAN MAKES MONEY

        


        	

          PLAN No. 345. ASSAYER-ASSISTANT. SEE PLAN No. 217 PLAN No. 346. SUPPLYING HOUSE NUMBERS

        


        	

          PLAN No. 347. POST CARD SERIES

        


        	

          PLAN No. 348. GETTING MAGAZINE SUBSCRIPTIONS BY MAIL

        


        	

          PLAN No. 349. MAKING RUBBER STAMPS

        


        	

          PLAN No. 350. PICTURE FRAMING

        


        	

          PLAN No. 351. SELLING POPCORN

        


        	

          PLAN No. 352. DRESSING FOR CARRIAGE OR AUTOMOBILE TOPS

        


        	

          PLAN No. 353. OPENED A NEWS DEPOT

        


        	

          PLAN No. 354. ATTORNEY FOR INTERSTATE COMMERCE. SEE PLAN No. 217 PLAN No. 355. HE SOLD BUTTERMILK

        


        	

          PLAN No. 356. NEWSPAPER OBTAINED BUSINESS BY LONG DISTANCE PHONE

        


        	

          PLAN No. 357. CLUB PLAN FOR HOUSEHOLD GOODS

        


        	

          PLAN No. 358. STREET CAR TIME CARD ON CLOCK

        


        	

          PLAN No. 359. MAKING HAIR CHAINS

        


        	

          PLAN No. 360. NEWSPAPER MAN OBTAINED BUSINESS WHEN SICK

        


        	

          PLAN No. 361. EYE SPECIALIST

        


        	

          PLAN No. 362. OUTSIDE HOUSE-CLEANING

        


        	

          PLAN No. 363. ADVERTISING ON FLY PAPER

        


        	

          PLAN No. 364. THE APPLES AND THE PARCEL POST

        


        	

          PLAN No. 365. FROM CHINA PAINTING TO SAUSAGE MAKING

        


        	

          PLAN No. 366. WHAT A TEACHER DID “ON THE SIDE”

        


        	

          PLAN No. 367. MADE MONEY IN SALTED PEANUTS

        


        	

          PLAN No. 368. SELLING POWDER WITH A PREMIUM

        


        	

          PLAN No. 369. LAWYER WHO ATTENDS TO BUSINESS

        


        	

          PLAN No. 370. WASHINGTON MAN GOES THROUGH EASTERN UNIVERSITY

        


        	

          PLAN No. 371. THE WAY A BOY FROM INDIANA WENT THROUGH THE UNIVERSITY OF MICHIGAN

        


        	

          PLAN No. 372. A STUDENT’S WAY THROUGH COLLEGE

        


        	

          PLAN No. 373. HE WENT THROUGH THE LAW COLLEGE AT WASHINGTON, D. C.

        


        	

          PLAN No. 374. FARMER IN A MINING DISTRICT

        


        	

          PLAN No. 375. AN INK THAT STANDS ALL TESTS

        


        	

          PLAN No. 376. BAKER—INDIAN SERVICE U. S. SEE PLAN No. 217 PLAN No. 377. A CEMENT STICK THAT STICKS

        


        	

          PLAN No. 378. ICELESS REFRIGERATOR

        


        	

          PLAN No. 379. RAISING BELGIAN HARES

        


        	

          PLAN No. 380. LIQUID GLASS—THREE IN ONE

        


        	

          PLAN No. 381. SHARPENING RAZOR BLADES

        


        	

          PLAN No. 382. FUMIGATING HEN-HOUSE STRIPS

        


        	

          PLAN No. 383. SELLING LIMES BY MAIL

        


        	

          PLAN No. 384. TRAINING SCHOOL FOR OFFICE BOYS

        


        	

          PLAN No. 385. GAVE TALKING MACHINES AWAY

        


        	

          PLAN No. 386. CIRCULATING MUSIC LIBRARY

        


        	

          PLAN No. 387. “KNOCK-DOWN” PICTURE FRAMES

        


        	

          PLAN No. 388. SANITARY HANDKERCHIEFS

        


        	

          PLAN No. 389. A PARCEL-POST EXCHANGE

        


        	

          PLAN No. 390. GROUP-CIRCULARIZING

        


        	

          PLAN No. 391. MADE COMMON PICTURES LOOK LIKE OIL PAINTINGS

        


        	

          PLAN No. 392. SOLD ANOTHER MAN’S SOAP

        


        	

          PLAN No. 393. MAKING RAISED-LETTER SIGNS

        


        	

          PLAN No. 394. MONEY IN CEREAL COFFEE

        


        	

          PLAN No. 395. GIRL EARNED A COLLEGE EDUCATION

        


        	

          PLAN No. 396. WOMAN OBTAINS MUSICAL EDUCATION ON $45

        


        	

          PLAN No. 397. A WOMAN GETS AN EDUCATION AND $500

        


        	

          PLAN No. 398. RAISING GOLD FISH

        


        	

          PLAN No. 399. WOMAN GRADUATED WITH $400 DEBTS PAID

        


        	

          PLAN No. 400. TAUGHT DANCING IN SPARE TIME

        


        	

          PLAN No. 401. MONEY IN TOY BALLOONS

        


        	

          PLAN No. 402. MOTION PICTURES IN SMALL TOWN CHURCHES

        


        	

          PLAN No. 403. A CHAFING DISH ANNEX

        


        	

          PLAN No. 404. CRYSTALLIZED FRUITS AND NUTS

        


        	

          PLAN No. 405. SHELLING AND SELLING NUTS

        


        	

          PLAN No. 406. SPIT-FIRE BOTTLE

        


        	

          PLAN No. 407. HOME SCENES FOR CALENDARS

        


        	

          PLAN No. 408. BRICKMAKER FOR U. S. SEE PLAN No. 217 PLAN No. 409. A MEDICAL GARDEN

        


        	

          PLAN No. 410. AUTO-BUILDER FOR U. S. SEE PLAN No. 217 PLAN No. 411. SILVER FOX SKINS

        


        	

          PLAN No. 412. PERCENTAGE COLLECTIONS

        


        	

          PLAN No. 413. COLLECTING ON A SALARY

        


        	

          PLAN No. 414. RAISING PANSIES FOR THE MARKET

        


        	

          PLAN No. 415. MEMBERSHIP COLLECTION AGENCY

        


        	

          PLAN No. 416. RAISED RHUBARB IN HER CELLAR

        


        	

          PLAN No. 417. CABBAGE AND TOMATO PLANTS

        


        	

          PLAN No. 418. SWEET POTATO PLANTS

        


        	

          PLAN No. 419. MADE APPLE BUTTER

        


        	

          PLAN No. 420. ATTORNEY TOOK EQUITIES FOR $400 FEE AND MADE $7,875

        


        	

          PLAN No. 421. ADS. IN COUNTRY WEEKLIES

        


        	

          PLAN No. 422. SPECIAL DIRECTORIES IN “PATENT INSIDES”

        


        	

          PLAN No. 423. BOOSTING HOME INDUSTRIES

        


        	

          PLAN No. 424. COPYING ADDRESSES

        


        	

          PLAN No. 425. ADS. ON BARBERS’ MIRRORS

        


        	

          PLAN No. 426. MADE STOVE POLISH

        


        	

          PLAN No. 427. PEANUT VENDING MACHINE

        


        	

          PLAN No. 428. MAKING HOLIDAY AND BIRTHDAY PRESENTS

        


        	

          PLAN No. 429. KEEPING A FLOWER BED

        


        	

          PLAN No. 430. REPRESENTING COUNTRY WEEKLIES

        


        	

          PLAN No. 431. BAND LEADER M. S. SEE PLAN No. 217 PLAN No. 432. GATHERING OLD MAGAZINES FOR SALE

        


        	

          PLAN No. 433. A HOT-BED FOR PLANTS

        


        	

          PLAN No. 434. MARKETING EGGS, BUTTER AND MILK

        


        	

          PLAN No. 435. A FARMER’S WIFE AND HER CHICKENS

        


        	

          PLAN No. 436. JAMS AND JELLIES

        


        	

          PLAN No. 437. BEE HANDLER—U. S. SEE PLAN No. 217 PLAN No. 438. KEEPING PIANO KEYS WHITE

        


        	

          PLAN No. 439. MENDING BROKEN CHINA

        


        	

          PLAN No. 440. BIOCHEMICAL—U. S. SEE PLAN No. 217 PLAN No. 441. PURE COUNTRY TOMATO SAUCE

        


        	

          PLAN No. 442. BIOLOGIST—U. S. SEE PLAN No. 217 PLAN No. 443. BLACKSMITH FOR U. S. SEE PLAN No. 217 PLAN No. 444. BOILERMAKER FOR U. S. SEE PLAN No. 217 PLAN No. 445. BOOKBINDER FOR U. S. SEE PLAN No. 217 PLAN No. 446. BOOKKEEPER FOR U. S. SEE PLAN No. 217 PLAN No. 447. A SIMPLE DANDELION DESTROYER

        


        	

          PLAN No. 448. MADE FEATHER COMFORTERS

        


        	

          PLAN No. 449. BOTANIST FOR U. S. SEE PLAN No. 217 PLAN No. 450. MAKING GAS MANTLES PAY

        


        	

          PLAN No. 451. BUSINESS MGR. FOR U. S. SEE PLAN No. 217 PLAN No. 452. ONE GOOD SELLING PLAN

        


        	

          PLAN No. 453. EARNED HIS WAY THROUGH COLLEGE

        


        	

          PLAN No. 454. A COMMERCIAL ART BUREAU

        


        	

          PLAN No. 455. A GOOD COLLECTION SYSTEM

        


        	

          PLAN No. 456. MADE AND SOLD SHOES

        


        	

          PLAN No. 457. SELLING HAIR TONIC

        


        	

          PLAN No. 458. BOUGHT HIS BRIDE A BUNGALOW

        


        	

          PLAN No. 459. SELLING WATCHES ON INSTALLMENTS

        


        	

          PLAN No. 460. DID DISTRIBUTING

        


        	

          PLAN No. 461. A SUCCESSFUL SELLING PLAN

        


        	

          PLAN No. 462. COLLECTION AGENCY SOLICITING

        


        	

          PLAN No. 463. OPENED A “SURPLUS” MARKET

        


        	

          PLAN No. 464. BOOSTED HIS HOME TOWN BY BOOKLET

        


        	

          PLAN No. 465. A HOME-INDUSTRY PAGE

        


        	

          PLAN No. 466. REFRESHMENTS FOR SHOPPERS

        


        	

          PLAN No. 467. LAW AND FARMING IN THE NORTHWEST

        


        	

          PLAN No. 468. COLLECTING BRASS TEAKETTLES

        


        	

          PLAN No. 469. TAKING ORDERS FOR WALL PAPER

        


        	

          PLAN No. 470. CABINET MAKER FOR U. S. SEE PLAN No. 217. PLAN No. 471. TINSELLING POST CARDS

        


        	

          PLAN No. 472. GETTING A START WITH INK POWDERS

        


        	

          PLAN No. 473. BLUE INK POWDER

        


        	

          PLAN No. 474. GREEN INK POWDER

        


        	

          PLAN No. 475. RED INK POWDER

        


        	

          HOW SEVEN BOYS EARNED MONEY

          

            	

              PLAN No. 476. CANCELED POSTAGE STAMPS

            


            	

              PLAN No. 477. BOUGHT A PRINTING PRESS

            


            	

              PLAN No. 478. PARLOR MAGIC

            


            	

              PLAN No. 479. DID SCROLL-SAW WORK

            


            	

              PLAN No. 480. A LEMONADE STAND

            


            	

              PLAN No. 481. DOING ODD JOBS

            


            	

              PLAN No. 482. COLLECTING OLD MAGAZINES FOR SALE

            


          


        


        	

          SUGGESTIONS FOR THE FOLLOWING PLANS

        


        	

          PLAN No. 483. CADET OFFICER FOR U. S. SEE PLAN No. 217 PLAN No. 484. LITTLE “TINKERING” JOBS

        


        	

          PLAN No. 485. CARPENTER FOR U. S. SEE PLAN No. 217 PLAN No. 486. DESIGNER-LANDSCAPE. SEE PLAN No. 217 PLAN No. 487. THE “HOKEY-POKEY” SUMMER SELLER

        


        	

          PLAN No. 488. A SHOE POLISH IN POWDER FORM

        


        	

          PLAN No. 489. LETTER CARRIERS FOR U. S. SEE PLAN No. 217 PLAN No. 490. METAL POLISHING BLOCKS

        


        	

          PLAN No. 491. CEMENT WORKER FOR U. S. SEE PLAN No. 217 PLAN No. 492. CERAMICS FOR U. S. SEE PLAN No. 217 PLAN No. 493. SOAP LEAVES FOR TRAVELERS’ USE

        


        	

          PLAN No. 494. HAVING THE BUTTER YELLOW IN WINTER

        


        	

          PLAN No. 495. REMOVING FOUL AIR FROM WELLS

        


        	

          PLAN No. 496. A QUICK FATTENING FOR FOWLS

        


        	

          PLAN No. 497. ARM AND BUST DEVELOPER

        


        	

          PLAN No. 498. REMEDY FOR BRITTLE NAILS

        


        	

          PLAN No. 499. BATH POWDER

        


        	

          PLAN No. 500. SACHET POWDER

        


        	

          PLAN No. 501. SIMPLE METHOD OF SILVER PLATING

        


        	

          PLAN No. 502. STOVE POLISH THAT ENAMELS

        


        	

          PLAN No. 503. BANISHING FLIES BY FUMIGATION

        


        	

          PLAN No. 504. CEREAL DISEASE—U. S. SEE PLAN No. 217 PLAN No. 505. SALE PLAN FOR ALMOND CREAM

        


        	

          PLAN No. 506. SOLD PREPARATION TO ERADICATE PERSPIRATION ODOR

        


        	

          PLAN No. 507. SOLD PREPARATION TO PREVENT OR REMOVE SUNBURN

        


        	

          PLAN No. 508. CHAUFFEUR—P. O.—U. S. SEE PLAN No. 217 PLAN No. 509. CHAUFFEUR—MECHANIC—U. S. SEE PLAN No. 217 PLAN No. 510. CHEESEMAKER FOR U. S. SEE PLAN No. 217 PLAN No. 511. CHEMIST FOR U. S. SEE PLAN No. 217

        


        	

          PLAN No. 512. CLERK FOR U. S. SEE PLAN No. 217 PLAN No. 513. “TELLING THEM HOW”

        


        	

          PLAN No. 514. ASSAYER FOR U. S. SEE PLAN No. 217 PLAN No. 515. COLLECTOR FOR U. S. SEE PLAN No. 217 PLAN No. 516. ROASTING EARS IN WINTER

        


        	

          PLAN No. 517. A QUICK FIRE KINDLER

        


        	

          PLAN No. 518. COMMUNITY ORGANIZER FOR U. S. SEE PLAN No. 217 PLAN No. 519. COPYING PATTERNS ON CLOTH

        


        	

          PLAN No. 520. MAKING FURNITURE POLISH

        


        	

          PLAN No. 521. FROM SHIPPING CLERK TO EMPLOYER

        


        	

          PLAN No. 522. COMPUTER FOR U. S. SEE PLAN No. 217 PLAN No. 523. REFINISHING METHOD FOR FURNITURE REPAIRERS

        


        	

          PLAN No. 524. HE JUST TRIMMED TREES

        


        	

          PLAN No. 525. GEESE ON THE FARM

        


        	

          PLAN No. 526. CONDUCTOR—ELEVATOR FOR U. S. PLAN No. 217 PLAN No. 527. CASH REBATE CARDS

        


        	

          PLAN No. 528. CONSTRUCTION SUPT. FOR U. S. SEE PLAN No. 217 PLAN No. 529. LOOKING UP OLD JUDGMENTS

        


        	

          PLAN No. 530. A CATCH PHRASE CONTEST

        


        	

          PLAN No. 531. CANVASSING PLAN

        


        	

          PLAN No. 532. FURNITURE UPHOLSTERING AND REPAIRING

        


        	

          PLAN No. 533. COOK FOR U. S. SEE PLAN No. 217 HOW SIX HIGH SCHOOL GIRLS MADE MONEY

          

            	

              PLAN No. 534. GOOD WHITE POLISHING POMADE

            


            	

              PLAN No. 535. A FIRST-CLASS FOOT POWDER

            


            	

              PLAN No. 536. A GOOD AND CHEAP HAIR DYE

            


            	

              PLAN No. 537. INSECT POWDER

            


            	

              PLAN No. 538. STARCH ENAMEL

            


          


        


        	

          PLAN No. 539. A DIABETIC GARDEN

        


        	

          PLAN No. 540. A NOVEL COLLECTION IDEA

        


        	

          PLAN No. 541. COMPILED INDEX OF LEGAL FORMS

        


        	

          PLAN No. 542. WROTE A BOOK ON SHOWCARD MAKING

        


        	

          PLAN No. 543. LAWYER TRADES FOR 80-ACRE FARM

        


        	

          PLAN No. 544. COTTON SERVICE—U. S. SEE PLAN No. 217 PLAN No. 545. KEEPING EGGS FRESH FOR A YEAR

        


        	

          PLAN No. 546. CROP WORK FOR U. S. SEE PLAN No. 217 PLAN No. 547. INCREASING THE SIZE OF FRUITS AND VEGETABLES

        


        	

          PLAN No. 548. MAKING A SUBSTITUTE FOR EGGS

        


        	

          PLAN No. 549. FATTENING HOGS ON HAY

        


        	

          PLAN No. 550. MADE MONEY WITH VACUUM CLEANER

        


        	

          PLAN No. 551. MADE AD. SOLICITING PAY

        


        	

          PLAN No. 552. TEACHING SCENARIO WRITING

        


        	

          PLAN No. 553. CHILDREN’S PHOTOGRAPH SPECIALIST

        


        	

          PLAN No. 554. CONDENSING GOVERNMENT PUBLICATIONS

        


        	

          PLAN No. 555. BUSINESS ADVISER

        


        	

          PLAN No. 556. MEN’S APPAREL ADVISER

        


        	

          PLAN No. 557. ONE-MAN SALES COMPANY

        


        	

          PLAN No. 558. CANNING THE SURPLUS

        


        	

          PLAN No. 559. SPECIALIZED IN FITTING CHILDREN’S SHOES

        


        	

          PLAN No. 560. KNEW THE SECRET OF HOME CANNING

        


        	

          PLAN No. 561. RAISING HOMING PIGEONS

        


        	

          PLAN No. 562. RAISING SQUABS FOR PROFIT

        


        	

          PLAN No. 563. REVISING MANUSCRIPTS

        


        	

          PLAN No. 564. PUBLIC SCHOOL DIRECTORY

        


        	

          PLAN No. 565. AN ADVERTISING SCHOOL

        


        	

          PLAN No. 566. AN ALUMNI DIRECTORY

        


        	

          PLAN No. 567. BIRD-BATHS FOR ORCHARDISTS

        


        	

          PLAN No. 568. BECAME A NURSE FOR DIABETICS

        


        	

          PLAN No. 569. MOTION-PICTURE ADVERTISING

        


        	

          PLAN No. 570. RAISING BLOODED DOGS

        


        	

          PLAN No. 571. A “TRADE-TIP” BUREAU

        


        	

          PLAN No. 572. BOOKLET ON MAIL-ORDER BUYING

        


        	

          PLAN No. 573. MEMORY CULTIVATION

        


        	

          PLAN No. 574. CUSTODIAN FOR U. S. SEE PLAN No. 217 PLAN No. 575. PICTORIAL BUSINESS MAGAZINE

        


        	

          PLAN No. 576. GEORGE MADE SOME TENTS

        


        	

          PLAN No. 577. BATHHOUSE CURTAINS FOR AUTOS

        


        	

          PLAN No. 578. PHOTOGRAPHED MINES

        


        	

          PLAN No. 579. DENTIST—INDIAN SERVICE—U. S. SEE PLAN No. 217 PLAN No. 580. THE FARMER WHO USED THE PARCEL POST

        


        	

          PLAN No. 581. PURE FRUIT PRESERVES AND JELLIES

        


        	

          PLAN No. 582. HOW TO OBTAIN FULL INFORMATION OF PROPERTY FROM ADDRESS

        


        	

          PLAN No. 583. CITY GARDENS

        


        	

          PLAN No. 584. LECTURES PREPARED AND SOLD EARNED WAY THROUGH COLLEGE

        


        	

          PLAN No. 585. RUNS BOARDING HOUSE—PAYS WAY THROUGH COLLEGE

        


        	

          PLAN No. 586. SHAVED HIS WAY THROUGH COLLEGE

        


        	

          PLAN No. 587. OREGON MAN EARNS WAY THROUGH COLLEGE

        


        	

          PLAN No. 588. ASSISTANT TO TEACHER OF ELOCUTION

        


        	

          PLAN No. 589. STUDIOUS MAN’S WAY OF EARNING HIS WAY THROUGH COLLEGE

        


        	

          PLAN No. 590. HOW A WESTERN MAN EARNED HIS WAY THROUGH A UNIVERSITY

        


        	

          PLAN No. 591. PAINTED AUTOMOBILES IN WINTER

        


        	

          PLAN No. 592. SUIT ORDERS PUT MAN THROUGH UNIVERSITY

        


        	

          PLAN No. 593. Y. M. C. A.—Y. W. C. A. PUT THEM THROUGH UNIVERSITY

        


        	

          PLAN No. 594. WENT THROUGH UNIVERSITY BY APPOINTING AGENTS

        


        	

          PLAN No. 595. WESTERN MAN’S WAY OF GOING THROUGH UNIVERSITY

        


        	

          PLAN No. 596. BIBLES PUT HIM THROUGH UNIVERSITY

        


        	

          PLAN No. 597. INSURANCE PUTS MAN THROUGH UNIVERSITY

        


        	

          PLAN No. 598. SANG THEIR WAY THROUGH UNIVERSITY

        


        	

          PLAN No. 599. ENTERTAINER PAYS WAY THROUGH UNIVERSITY

        


        	

          PLAN No. 600. SOLD ALUMINUM WARE SUMMERS AND PAID UNIVERSITY EXPENSES

        


        	

          PLAN No. 601. CHAMPIONING RELIGIOUS DOCTRINE PUT HIM THROUGH THE UNIVERSITY

        


        	

          PLAN No. 602. COLLEGE ON STEREOSCOPIC VIEWS

        


        	

          PLAN No. 603. SMALL TOWN WEEKLY AND REAL ESTATE

        


        	

          PLAN No. 604. THIS LAWYER MADE MONEY BY KEEPING A DAILY RECORD

        


        	

          PLAN No. 605. LAWYER’S PLAN TO SAVE ON TYPEWRITING

        


        	

          PLAN No. 606. LAWYER SELLS LAW BOOKS

        


        	

          PLAN No. 607. SHEEP ON SUMMER FALLOW

        


        	

          PLAN No. 608. LIKES HOGS AND SHEEP

        


        	

          PLAN No. 609. GOOD MONEY IN COWS

        


        	

          PLAN No. 610. HOGS ARE MONEY MAKERS

        


        	

          PLAN No. 611. INTERESTING POULTRY FIGURES

        


        	

          PLAN No. 612. BELIEVES IN SHEEP

        


        	

          PLAN No. 613. REMARKABLE YIELD FROM TWENTY-THREE ACRES

        


        	

          PLAN No. 614. FOURTEEN HENS MAKE $3.33 EACH

        


        	

          PLAN No. 615. SHEEP MAKE MONEY FOR THIS MAN

        


        	

          PLAN No. 616. LIKES DAIRYING

        


        	

          PLAN No. 617. BEEF CATTLE IN FERRY COUNTY, WASHINGTON

        


        	

          PLAN No. 618. GOOD YIELDS OF WHEAT AND OATS

        


        	

          PLAN No. 619. $1,000 A YEAR FROM POULTRY

        


        	

          PLAN No. 620. BIG PROFITS IN TRUCK GARDENING

        


        	

          PLAN No. 621. PROFIT ON 130 ACRES OF WHEAT

        


        	

          PLAN No. 622. THREE CROPS IN ONE SEASON

        


        	

          PLAN No. 623. BEEF CATTLE MONEY VELVET

        


        	

          PLAN No. 624. PASTURES ALFALFA

        


        	

          PLAN No. 625. ALFALFA BRINGS GOOD RETURNS

        


        	

          PLAN No. 626. ALFALFA BETTER THAN WHEAT

        


        	

          PLAN No. 627. FARMS TOO LARGE

        


        	

          PLAN No. 628. LIKES THE WEST

        


        	

          PLAN No. 629. FINDS HOGS PROFITABLE

        


        	

          PLAN No. 630. BEEF CATTLE PAY WELL

        


        	

          PLAN No. 631. HE WANTED TO BE SECRETARY TO THE MAYOR

        


        	

          PLAN No. 632. BECAME COUNTY COMMISSIONER

        


        	

          PLAN No. 633. A LAWYER BECOMES A JUDGE

        


        	

          PLAN No. 634. AN ATTORNEY BECAME MAYOR OF A CITY

        


        	

          PLAN No. 635. A LIVING OUT OF POLITICS

        


        	

          PLAN No. 636. AN ATTORNEY BECOMES SPECIAL COUNSEL FOR THE CITY

        


        	

          PLAN No. 637. AN ATTORNEY BECOMES CHIEF JUSTICE IN THE PHILIPPINE ISLANDS

        


        	

          PLAN No. 638. A PHYSICIAN BECOMES CORONER

        


        	

          PLAN No. 639. A DEACON MAKES MONEY ON TAX DEEDS

        


        	

          PLAN No. 640. THE DOCTOR MADE MONEY

        


        	

          PLANS No. 641 to 649 SEE GOVERNMENT SERVICE—PLAN No. 217 PLAN No. 650. HOW A DRUGLESS DOCTOR BUILT UP A PRACTICE

        


        	

          PLAN No. 651. A LAWYER SPECIALIZES ON INSURANCE LAW

        


        	

          PLAN No. 652. HE BECAME A “TRIAL LAWYER”

        


        	

          PLAN No. 653. AN ATTORNEY BECOMES A COURT CLERK

        


        	

          PLAN No. 654. HE BECAME A LAWYER’S LAWYER

        


        	

          PLAN No. 655. A DOCTOR IN A SMALL TOWN MAKES A SPECIALTY OF SURGERY

        


        	

          PLAN No. 656. HE BECOMES AN ATTORNEY IN A SMALL TOWN

        


        	

          PLAN No. 657. THIS LAWYER MADE MUNICIPAL LAW A SPECIALTY

        


        	

          PLAN No. 658. A LAWYER MAKES A SUCCESS IN A LARGE CITY

        


        	

          PLAN No. 659. THIS LAWYER WRITES FOR NEWSPAPERS

        


        	

          PLAN No. 660. HIS INTEREST IN POLITICS MADE HIM MONEY

        


        	

          PLAN No. 661. REPORTER LIVES FOUR YEARS IN WASHINGTON

        


        	

          PLAN No. 662. CHEMIST FOR U. S. GOV. SEE PLAN No. 217 PLAN No. 663. THROUGH COLLEGE ON CLASS HISTORY

        


        	

          PLAN No. 664. BOOSTER FOR BOARDING HOUSE PAID BOARD

        


        	

          PLAN No. 665. ATHLETIC ASSISTANT PAID UNIVERSITY EXPENSES

        


        	

          PLAN No. 666. HE RAN A SALES COMPANY

        


        	

          PLAN No. 667. ENTERTAINS CHILDREN.

        


        	

          PLAN No. 668. RAISED CHICKENS

        


        	

          PLAN No. 669. ADVERTISING PLAN TO GET ACQUAINTED

        


        	

          PLAN No. 670. INFORMATION BUREAU

        


        	

          PLAN No. 671. ATTORNEYS BUILD LAW PRACTICE ON COLLECTION

        


        	

          PLAN No. 672. WOMAN BECOMES ISOLATION HOSPITAL NURSE

        


        	

          PLAN No. 673. AN ATTORNEY REPRESENTS AN EXTREME POLITICAL PARTY

        


        	

          PLAN No. 674. ATTORNEY RUNS FARM

        


        	

          PLAN No. 675. MANUFACTURING, ADVERTISING PLAN

        


        	

          PLAN No. 676. HIGH-SCHOOL BOY EARNS WAY

        


        	

          PLAN No. 677. LAWYER GETS ON SCHOOL BOARD

        


        	

          PLAN No. 678. HE WANTED TO BE A LAWYER

        


        	

          PLAN No. 679. LAWYER BECOMES RAILWAY COUNSEL

        


        	

          PLAN No. 680. NEWSPAPER MAN MAKES EXTRA MONEY

        


        	

          PLAN No. 681. HE BECOMES CHAMBER OF COMMERCE SECRETARY

        


        	

          PLAN No. 682. LAWYER BECAME STATE REPRESENTATIVE

        


        	

          PLAN No. 683. HE BECAME POLICE JUDGE

        


        	

          PLAN No. 684. ILLUSTRATOR FOR U. S. GOV. SEE PLAN No. 217 PLAN No. 685. HE WANTED TO BECOME CITY COMMISSIONER

        


        	

          PLAN No. 686. HE RAN FOR JUSTICE OF THE PEACE

        


        	

          PLAN No. 687. HE FIRST BECAME COUNTY ASSESSOR

        


        	

          PLAN No. 688. A MIDDLE-AGED LADY’S WAY OF MAKING A LIVING

        


        	

          PLAN No. 689. A LAUNDRY PLAN THAT PAID

        


        	

          PLAN No. 690. HOW HE BECAME A BANKER

        


        	

          PLAN No. 691. WONDER COVERS

        


        	

          PLAN No. 692. CHICKEN CANNED

        


        	

          PLAN No. 693. A GOOD FARMER USES OTHER PEOPLE’S FARMS

        


        	

          PLAN No. 694. STARTED A CLOTHING STORE

        


        	

          PLAN No. 695. CLOTHES CLINIC

        


        	

          PLAN No. 696. PROFIT FROM ONE PIG, $587

        


        	

          PLAN No. 697. GIRL MAKES 3,000 GALLONS OF SYRUP

        


        	

          PLAN No. 698. THE BEST BEDBUG PREPARATION

        


        	

          PLAN No. 699. BUILT HER HOME ON $40 SALARY

        


        	

          PLAN No. 700. RECEIVED $100 PER MONTH FOR 40 YEARS

        


        	

          PLAN No. 701. DO YOU WANT TO BECOME A PLUMBER

        


        	

          PLAN No. 702. REPRESENT LOCAL WEEKLIES

        


        	

          PLAN No. 702B. WINDOW-WASHING AND HOUSE-CLEANING

        


        	

          PLAN No. 703. WHAT ONE GARDEN PAID

        


        	

          PLAN No. 704. FATHER LEARNS A NEW TRICK

        


        	

          PLAN No. 705. GROWS THIRTY-ONE VEGETABLES IN HIS HOME GARDEN

        


        	

          PLAN No. 706. WHAT A GIRL NEARLY BLIND DID

        


        	

          PLAN No. 707. SAVING EGGS IS PUBLIC SERVICE

        


        	

          PLAN No. 708. MONEY IN POULTRY

        


        	

          PLAN No. 709. WHAT ONE WOMAN DOES

        


        	

          PLAN No. 710. ANOTHER CHICKEN RAISER

        


        	

          PLAN No. 711. MAKES GOOD PROFIT

        


        	

          PLAN No. 712. ARTICLES YOU CAN MAKE AND SELL

        


        	

          PLAN No. 713. SHOWER BATH

        


        	

          PLAN No. 714. DUSTLESS MOP

        


        	

          PLAN No. 715. SCRUBBING CHARIOT

        


        	

          PLAN No. 716. ICELESS REFRIGERATOR

        


        	

          PLAN No. 717. FOLDING IRONING-BOARD

        


        	

          PLAN No. 718. SOLDERING KIT

        


        	

          PLAN No. 719. WOMEN MAKE GOOD COW-TESTERS

        


        	

          PLAN No. 720. SUPPORTS FAMILY BY HOME CANNING

        


        	

          PLAN No. 721. GIRL MAKES $98 FROM NINE HATCHES

        


        	

          PLAN No. 722. MOUNTAINEER WOMAN CANS TO KEEP TEN CHILDREN IN SCHOOL

        


        	

          PLAN No. 723. SUCCESS IN POULTRY WORK

        


        	

          PLAN No. 724. BUSY BEES WITH BUSY BOYS OR GIRLS MEAN MUCH HONEY

        


        	

          PLAN No. 725. LOST—A COMMON FACTORY-HAND; FOUND—A GOOD FOOD PRODUCER

        


        	

          PLAN No. 726. A BOY’S BIG PROFIT ON ONE PIG

        


        	

          PLAN No. 727. WHAT A UTAH GIRL DID

          

            	

              Helped Plant 1,500 Fruit Trees

            


            	

              Plowed Sixty Acres Herself

            


            	

              Raised One Hundred Chickens

            


          


        


        	

          PLAN No. 728. 33 ACRES, 23 PIGS, GIVE BOYS $2,255.64

        


        	

          PLAN No. 729. TEXAS BOYS MAKE MONEY FROM CALVES

        


        	

          PLAN No. 730. COW PROVIDES MUSIC LESSONS

        


        	

          PLAN No. 731. REAL ESTATE MAN BUYS SNAP

        


        	

          PLAN No. 732. HE BOUGHT AND SOLD MERCHANDISE STORES IN THE COUNTRY TOWNS

        


        	

          PLAN No. 733. GIRL FROM SMALL COUNTRY TOWN EARNS HER WAY THROUGH HIGH SCHOOL

        


        	

          PLAN No. 734. GRAIN SUPERVISOR. SEE PLAN No. 217 PLAN No. 735. ATTORNEY USES INFORMATION BUREAU IN HIS CITY

        


        	

          PLAN No. 736. DIVORCED WOMAN FARMS

        


        	

          PLAN No. 737. YOUNG LADY ON THE FARM BECAME AMBITIOUS

        


        	

          PLAN No. 738. BLUE PRINTS OF FURNITURE BECAME VERY POPULAR

        


        	

          PLAN No. 739. RETIRED MAN GOES INTO POLITICS

        


        	

          PLAN No. 740. DOUGHNUTS EARN HER A HOME

        


        	

          PLAN No. 741. HIDDEN COIN IN WINDOW

        


        	

          PLAN No. 742. HE DREW PICTURES

        


        	

          PLAN No. 743. THE WAY A YOUNG BOY PAID HIS EXPENSES WHILE GOING THROUGH THE GRADE AND HIGH SCHOOL

        


        	

          PLAN No. 744. ELEVATOR BOY BECOMES ENGINEER

        


        	

          PLAN No. 745. HE DEVELOPED AN AMUSEMENT PLACE AT THE LAKE

        


        	

          PLAN No. 746. RIDING TO COLLEGE ON BROOMS—HOME WORKERS IN SOUTH DOING IT

        


        	

          PLAN No. 747. GIRLS RAISING MORE CHICKENS THAN BOYS IN FLORIDA CLUBS

        


        	

          PLAN No. 748. POULTRY YIELDS $1.14 AN HOUR

        


        	

          PLAN No. 749. GIRLS HERD THEIR OWN SHEEP

        


        	

          PLAN No. 750. CHAMPION DRAWS 80 CENTS AN HOUR FOR GARDEN WORK

        


        	

          PLAN No. 751. BOY BELIEVES IT’S WISE TO LEARN BY EXPERIENCE

        


        	

          PLAN No. 752. SUCCESS INSPIRES

        


        	

          PLAN No. 753. GIRL WINS POULTRY RECORD

        


        	

          PLAN No. 754. CLUB STARTS BOY ON ROAD TO SUCCESS AS POULTRYMAN

        


        	

          PLAN No. 755. CLUB CALF BRINGS $1 A POUND AT MINNESOTA BABY BEEF SHOW

        


        	

          PLAN No. 756. ONE EWE GIVES BOY PROFIT OF ALMOST FIFTY DOLLARS

        


        	

          PLAN No. 757. BOYS’ YOUNG SOW MAKES NET PROFIT OF $385 IN LESS THAN 12 MONTHS

        


        	

          PLAN No. 758. MONEY MADE IN PRESERVING EGGS

        


        	

          PLAN No. 759. PROTECTION AGAINST FRAUDULENT COURT ACTIONS

        


        	

          PLAN No. 760. IMPROVED MILKING STOOL

        


        	

          PLAN No. 761. TRY TO FEED ALL THEY GROW

        


        	

          PLAN No. 762. FARMER IN THE WEST

        


        	

          PLAN No. 763. A GOOD COUNTRY TO LIVE IN

        


        	

          PLAN No. 764. IRRIGATED FRUIT LAND NEAR SPOKANE, WASHINGTON

          

            	

              $300 an Acre From Dewberries

            


          


        


        	

          PLAN No. 765. WEALTH PROM A GARDEN PATCH

        


        	

          PLAN No. 766. PROFIT FROM IRRIGATED LANDS

        


        	

          PLAN No. 767. WHAT TEN ACRES DID

        


        	

          PLAN No. 768. BEEF CATTLE PROFITABLE

        


        	

          PLAN No. 769. HOGS AS SIDE LINE

        


        	

          PLAN No. 770. NORTHWEST FARMER BELIEVES IN DIVERSIFIED FARMING

        


        	

          PLAN No. 771. WHAT A FARMER DID FOR HIS LAND

        


        	

          PLAN No. 772. WESTERN FARMER’S EXPERIENCE

        


        	

          PLAN No. 773. COWS RETURN $200 A YEAR

        


        	

          PLAN No. 774. COWS HELPED HIM

        


        	

          PLAN No. 775. WOOL CLIP $1.00 PER HEAD

        


        	

          PLAN No. 776. FARMER LIVES NEAR COLLEGE

        


        	

          PLAN No. 777. CUT-OVER LAND FARMER

        


        	

          PLAN No. 778. TAUGHT HIS WAY THROUGH COLLEGE

        


        	

          PLAN No. 779. SOLD LAW BOOKS AND THUS PAID HIS UNIVERSITY EXPENSES

        


        	

          PLAN No. 780. THE WAY HE MADE GOOD IN THE ASSESSOR’S OFFICE

        


        	

          PLAN No. 781. THIS MAN BECAME COUNTY CLERK

        


        	

          PLAN No. 782. ATTORNEY VISITS BROTHER-ATTORNEYS

        


        	

          PLAN No. 783. GIRL MAKES LIVING BY MAKING TABLE FAVORS AND DECORATIONS OF PAPER

        


        	

          PLAN No. 784. ARE YOU COMPETENT TO BE A PATENT ENGINEER, DRAFTSMAN, ETC?

        


        	

          PLAN No. 785. A GOOD WAY TO START THE PRACTICE OF LAW

        


        	

          PLAN No. 786. WHY NOT BECOME A PATENT ATTORNEY

        


        	

          PLAN No. 787. REAL ESTATE PUT THEM THROUGH COLLEGE

        


        	

          PLAN No. 788. FARMER WINS SUCCESS

        


        	

          PLAN No. 789. CURING A FARM OF THE CRAMPS

        


        	

          PLAN No. 790. BACK LOT MONEY

          

            	

              Candy and Chickens

            


            	

              Get a Hobby

            


          


        


        	

          PLAN No. 791. BECOME WIREMAN FOR U. S. SEE PLAN No. 217 PLAN No. 792. BECOME VETERINARIAN FOR U. S. SEE PLAN No. 217

        


        	

          PLAN No. 793. BECOME WEIGHT AND MEASURE ASS’T. FOR U. S. SEE PLAN No. 217 PLAN No. 794. ONE DOLLAR A DAY

        


        	

          PLAN No. 795. HOW TO GET CUSTOMERS

        


        	

          PLAN No. 796. SHEEP PROFITABLE

        


        	

          PLAN No. 797. BECOME WEIGHT CLERK FOR U. S. SEE PLAN No. 217 PLAN No. 798. WAREHOUSE INVESTIGATORS FOR U. S. SEE PLAN No. 217 PLAN No. 799. BECOME WATCHMAN FOR U. S. SEE PLAN No. 217 PLAN No. 800. WHAT SHE DID WITH CHICKENS

        


        	

          PLAN No. 801. SQUABS

        


        	

          PLAN No. 802. 52-ACRE MICHIGAN ORCHARD

        


        	

          PLAN No. 803. BECOME WAREHOUSEMAN FOR U. S. SEE PLAN No. 217

        


        	

          PLAN No. 804. BECOME TRANSPORTATION ASSISTANT FOR U. S. SEE PLAN No. 217

        


        	

          PLAN No. 805. CLIMBING WITH THE GOATS

        


        	

          PLAN No. 806. NEGLECTED ORCHARD PAYS PROFIT

          

            	

              Record of Sprays

            


            	

              Cultivation and Pruning

            


          


        


        	

          PLAN No. 807. BECOME TESTING ENGINEER FOR U. S. SEE PLAN No. 217 PLAN No. 808. A SYSTEM OF FARM RENTAL

          

            	

              Tenant

            


            	

              Lease Covers

            


            	

              PLAN No. 810. BUILD AND SELL FARM HOME CONVENIENCES

            


            	

              PLAN No. 811. THE KITCHEN CABINET

            


            	

              PLAN No. 812. THE FIRELESS COOKER

            


            	

              PLAN No. 813. SPONGE BOX OR BREAD RAISER

            


            	

              PLAN No. 814. DISH DRAINER

            


            	

              PLAN No. 815. HEIGHTS OF WORKING SURFACES

            


            	

              PLAN No. 816. SERVING TRAY

            


            	

              PLAN No. 817. FOLDING IRONING BOARD

            


            	

              PLAN No. 818. RACK FOR THE PORTABLE IRONING BOARD

            


            	

              PLAN No. 819. ICELESS REFRIGERATOR

            


            	

              PLAN No. 820. THE COLD BOX

            


            	

              PLAN No. 821. EQUIPMENT FOR HOME BUTTER-MAKING

            


            	

              PLAN No. 822. CHEESE-MAKING EQUIPMENT

            


            	

              PLAN No. 823. THE SHOWER BATH

            


            	

              PLAN No. 824. WELL PROTECTION AND INEXPENSIVE WATERWORKS FOR A FARM KITCHEN

            


            	

              PLAN No. 825. FLY TRAP

            


            	

              PLAN No. 826. WINDOW SCREENS

            


            	

              PLAN No. 827. COOKSTOVE DRIER OR EVAPORATOR

            


            	

              PLAN No. 828. THE CLEANING CLOSET

            


          


        


        	

          PLAN No. 829. BASKET BOARDERS

        


        	

          OPPORTUNITIES IN PUBLIC OFFICE

          

            	

              DEPARTMENT OF PUBLIC AFFAIRS

              

                	

                  PLAN No. 830. HEALTH DIVISIONS

                


              


            


          


        


        	

          PLAN No. 831. CITY HALL DIVISION

          

            	

              PLAN No. 832. WEIGHTS AND MEASURES DIVISION

            


            	

              PLAN No. 833. LABOR AGENT’S DIVISION

            


            	

              PLAN No. 834. CREMATORY DIVISION

            


            	

              DEPARTMENT OF PUBLIC SAFETY

              

                	

                  PLAN No. 835. COMMISSIONER’S DIVISION

                


                	

                  PLAN No. 836. FIRE DIVISION

                


                	

                  PLAN No. 837. POLICE DIVISION

                


              


            


            	

              DEPARTMENT OF PUBLIC UTILITIES

              

                	

                  PLAN No. 838. COMMISSIONER’S DIVISION.

                


              


            


            	

              DEPARTMENT OF PUBLIC WORKS

              

                	

                  PLAN No. 839. COMMISSIONER’S DIVISION

                


                	

                  PLAN No. 840. ENGINEERING DIVISION

                


                	

                  PLAN No. 841. SEWER DIVISION

                


                	

                  PLAN No. 842. GARAGE DIVISION

                


                	

                  PLAN No. 843. STREET DIVISION

                


              


            


            	

              DEPARTMENT OF FINANCE

              

                	

                  PLAN No. 844. CITY TREASURER’S DIVISION

                


                	

                  PLAN No. 845. CITY AUDITOR’S DIVISION

                


                	

                  PLAN No. 846. PURCHASING AGENT’S DIVISION

                


              


            


            	

              DEPARTMENTS NOT UNDER INDIVIDUAL COMMISSIONER

              

                	

                  PLAN No. 847. LEGAL DIVISION

                


                	

                  PLAN No. 848. CITY CLERK’S DIVISION

                


                	

                  PLAN No. 849. CIVIL SERVICE DIVISION

                


                	

                  PLAN No. 850. JUDICIARY DIVISION—UNDER THE MAYOR

                


              


            


            	

              County Government

              

                	

                  PLAN No. 851. COUNTY COMMISSIONERS—ELECTIVE

                


                	

                  PLAN No. 852. JUDGES OF SUPERIOR COURT

                


                	

                  PLAN No. 853. JUSTICES OF THE PEACE

                


                	

                  PLAN No. 854. CONSTABLES—ELECTIVE

                


                	

                  PLAN No. 855. COUNTY AGRICULTURIST

                


                	

                  PLAN No. 856

                


                	

                  PLAN No. 857. HEATING AND LIGHTING

                


                	

                  PLAN No. 858

                


                	

                  PLAN No. 859. TUBERCULAR HOSPITAL

                


                	

                  PLAN No. 860

                


                	

                  PLAN No. 861

                


                	

                  PLAN No. 862

                


                	

                  PLAN No. 863

                


                	

                  PLAN No. 864

                


                	

                  PLAN No. 865

                


                	

                  PLAN No. 866

                


                	

                  PLAN No. 867

                


                	

                  PLAN No. 868

                


                	

                  PLAN No. 869

                


                	

                  PLAN No. 870. SPOKANE COUNTY INFIRMARY EMPLOYEES OR POOR FARM

                


                	

                  PLAN No. 871

                


                	

                  PLAN No. 872

                


              


            


            	

              State Government

              

                	

                  PLAN No. 873. CONGRESSIONAL OFFICE (ELECTIVE)

                


                	

                  PLAN No. 874

                


                	

                  PLAN No. 875

                


                	

                  PLAN No. 876

                


                	

                  PLAN No. 877

                


                	

                  PLAN No. 878

                


                	

                  PLAN No. 879

                


                	

                  PLAN No. 880

                


                	

                  PLAN No. 881

                


                	

                  PLAN No. 882

                


                	

                  PLAN No. 883

                


                	

                  PLAN No. 884. GOVERNOR’S APPOINTMENTS

                


              


            


            	

              U. S. GOVERNMENT

              

                	

                  PLAN No. 885. POSTAL DEPARTMENT

                


                	

                  PLAN No. 886. SECRET SERVICE DEPARTMENT

                


                	

                  PLAN No. 887. U. S. MARSHAL IS APPOINTED BY THE PRESIDENT AND CONFIRMED BY THE SENATE

                


                	

                  PLAN No. 888. FEDERAL ATTORNEY’S OFFICE

                


                	

                  PLAN No. 889. CUSTOM HOUSE INSPECTOR

                


                	

                  PLAN No. 890. IMMIGRATION OFFICER

                


                	

                  PLAN No. 891. INTERNAL REVENUE AGENT

                


                	

                  PLAN No. 892. INTERNAL REVENUE COLLECTOR

                


                	

                  PLAN No. 893. THE WEATHER BUREAU

                


                	

                  PLAN No. 894. CUSTODIAN OF THE FEDERAL BUILDING

                


                	

                  PLAN No. 895. INSPECTOR OF LOCOMOTIVES

                


                	

                  PLAN No. 896. BUREAU OF ANIMAL INDUSTRY

                


                	

                  PLAN No. 897. BUREAU OF CROP ESTIMATES

                


                	

                  PLAN No. 898. BUREAU OF MARKETS

                


                	

                  PLAN No. 899. HAY AND GRAIN INSPECTORS

                


                	

                  PLAN No. 900. SEED INSPECTOR

                


                	

                  PLAN No. 901. CLERK OF DISTRICT COURT

                


                	

                  PLAN No. 902. FEDERAL EMPLOYMENT OFFICE

                


                	

                  PLAN No. 903. FEDERAL LAND OFFICE

                


                	

                  PLAN No. 904. CLERKS OF THE RAILWAY MAIL SERVICE

                


              


            


            	

              Civil Service

              

                	

                  PLAN No. 905. FEDERAL JUDGE

                


                	

                  PLAN No. 906. BUREAU OF FARM MANAGEMENT

                


                	

                  PLAN No. 907. HOME DEMONSTRATION AGENT

                


                	

                  PLAN No. 907B. FORESTRY DEPARTMENT

                


              


            


          


        


        	

          PLAN No. 908. HE NETTED BETTER THAN $5,000 A YEAR TAKING PICTURES

        


        	

          PLAN No. 909. JOURNALISM AS A VOCATION

          

            	

              Acknowledgment

            


            	

              What is the Nature of the Work in Journalism?

            


            	

              What Physical and Personal Characteristics Are Necessary for Success in Journalism?

            


            	

              What Training Is Necessary for Success in Journalism?

            


            	

              How Much Income May One Reasonably Look Forward to, if Successful in the Field of Journalism?

            


            	

              What Are the Other Rewards to a Journalist, Aside from the Financial Rewards?

            


            	

              How Many Years Will It Take to Establish Myself in Journalistic Work?

            


            	

              How Great is the Demand for Men in the Journalistic Field?

            


            	

              How Much Will It Cost to Prepare for Newspaper Work?

            


          


        


        	

          THE LUMBER INDUSTRY

          

            	

              PLAN No. 910. LOGGING

              

                	

                  Regions

                


                	

                  Methods and Labor Conditions

                


                	

                  Who Should Undertake the Work?

                


              


            


            	

              PLAN No. 911. RAILROAD CONSTRUCTION AND OPERATION

              

                	

                  Log Driving

                


                	

                  Social Conditions

                


              


            


            	

              PLAN No. 912. SAWMILLING

              

                	

                  Lumber Settlements

                


                	

                  Character of Work

                


                	

                  Wages

                


              


            


            	

              PLAN No. 913. CLASSIFICATION OF LABOR IN THE LUMBER INDUSTRY

              

                	

                  225 Jobs Listed

                


              


            


          


        


        	

          PLAN No. 914. EMPLOYMENT MANAGEMENT
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